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ries 


© Positive Today: 01 # Recovered Today: 01 
61 Death Today: 00 :@ Active Cases: 15 
1. Total cumulative Positive COVID-19 detected since 01.01.2023: 3135 
2. Total Number of COVID-19 Patients Treated/ Cured/ Migrated since 01.01.2023: 3104 
3. Total Number of COVID-19 Deaths since 01.01.2023: 16 
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